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U.S. COMPANIES TAKEN INTO CONSIDERATION BY THE ROMANIAN 
SIDE FOR COOPERATION AND/OR SALE, INCLUDING ON THIRD MAR- 
KETS, AS WELL AS THE TRANSFER TO THE ROMANIAN SIDE OF 
LICENSES, DOCUMENTATION, AND KNOW-HOW FOR THE PRODUCTION OF 
THOSE EQUIPMENTS. 

- "A. GENERAL ELECTRIC CO. TURBO-GENERATOR FOR 645 MW. 

- "B. LUMMUS CO., UNION CARBIDE CO. AND CHICAGO BRIDGE 
AND IRON CO.-HEAVY WATER PLANT; ENGINEERING FOR ISOTOPIC 
EXCHANGE COLUMNS H20-H2S; ENGINEERING OF SCREEN PLATE FOR 
THE ISOTOPIC EXCHANGE COLUMNS; TECHNICAL ASSISTANCE FOR 
ERECTION. 

- "C. I.B.M. CORP., C.D.C. CORP. AND UNIVAC-COMPUTERS FOR 
ENGINEERING AND PRODUCTION (I.B.M.-370/158; C.D.C.-CYBER 
173; UNI VAC 1110/20). 

- "D. GULF, GENERAL ATOMIC CO.-HIGH TEMPERATURE NUCLEAR 
REACTORS FOR CHEMICAL AND METALURGICAL INDUSTRIES. 

- ”2. THE LIST OF THE EQUIPMENTS, TECHNOLOGIES AND OF 

THE AMERICAN COMPANIES WHOSE AGREEMENT IS NECESSARY FOR 
THEIR CANADIAN SUBSIDIARIES TO DISCUSS AND TO CONCLUDE 
AGREEMENTS WITH THE ROMANIAN SIDE FOR COOPERATION AND/OR 
SALE, INCLUDING ON THIRD MARKETS, OF EQUIPMENTS BASED ON 
AMERICAN KNOW-HOW AND TECHNOLOGY. 

- "A. BABCOCK AND WILCOX CO. STEAM GENERATOR FOR THE 
CANDU-PHW POWER NUCLEAR STATION, STANDARD OF 600 MW. 

- "B. BYRON AND JACKSON CO. HEAVY WATER PUMPS AND STEAM 
PUMPS FOR NUCLEAR POWER-STATION CANDU-PHW, STANDARD OF 600 
MW. 

- "C. CANADIAN GENERAL ELECTRIC CO. AND CANADIAN 
WESTINGHOUSE CO. NUCLEAR FUEL ELEMENTS BASED ON NATURAL 
U02, IN ZIRCALOY CASING. ROBINSON 
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